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INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 USIA-06 
TRSE-00 SOE-01 DOE- 12 CIAE-00 COME-OO /040W 

116284 212135Z/70 

R 211525Z DEC 77 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 3406 

CONFIDENTIAL PARIS 37134 

US OECD 

EXCON 

E.O. 11652: XGDS1 
TAGS: COCOM ESTC UR US 

SUBJ: US PHOTOMULTIPLIER TUBE TO USSR - IL 1549 
REF; COCOM DOC (77) 871 

1 . FRENCH DEL RESERVED ON REFCASE DEC 19 AND STATED THAT 
FRENCH AUTHORITIES DID NOT BELIEVE THAT THIS TUBE WAS 
INTENDED FOR LABORATORY USE. ACCORDING TO BROCHURE, 

ITS CHARACTERISTICS WERE AS FOLLOWS, HE SAID: SHOCK: 

100G, 11 MILISECOND DURATION, VIBRATION: 30G, 20 TO 

3,000 HZ; TEMPERATURE RANGE MINUS 55C TO PLUS 100C. 

BROCHURE ALSO INDICATES THAT IT WAS SOLAR-BLIND AND OF 
ANNULAR CONSTRUCTION. THESE CHARACTERISTICS MADE THIS 
TUBE PARTICULARLY SUITABLE FOR SPACE APPLICATIONS, 

FRENCH DEL SAID, AND FRENCH AUTHORITIES WOULD THEREFORE 
LIKE TO KNOW WHAT TYPE OF LABORATORY TEST IT WAS 
PROPOSED TO CARRY OUT WITH THIS TUBE. 

2. ACTION REQUESTED: INSTRUCTIONS FOR RESPONSE TO 
FRENCH QUESTIONS. 
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